AMENDMENT NO. 1 JUNE 2023 
TO 


IS 2094 (PART 1) : 2020 HEATERS FOR BITUMEN (TAR) AND 
EMULSION — SPECIFICATION 


PART 1 BITUMEN HEATERS 
( Third Revision ) 


(Foreword, line 10) — Substitute the following for existing: 
‘Part 3 Emulsion Sprayer’. 
(Page 1, clause 5.2) — Substitute the following for existing: 


‘All heaters shall be fitted with a draw-off cock and a sludge cock. The sludge cock shall be at the lowest part of 
the tank to enable the tank to be completely drained.’ 


(MED 18) 
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